It was some time before the cheering oj me crowds enabled
the Prime Minuter to continue.
" I believe it is peace for our time. We thank you from
the bottom of our hearts/'
The response was immediate. " We thank you" came back
from the crowd below* " God bless you" Mr. Chamberlain
paused for a moment and then said ; " And now I recommend
you to go home and sleep quietly in your beds."